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qith further questions about the interprotation of 
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tion with rogard ta 
your question with regard to the compulsory ro 
RSA 102113 (supp) provides in part as 
followas : | oo 
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man who accepts the provi-. 
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Mr, Maurice Zing. Seorotary ~ | . o2= 


This section was amended to ts present torn by Laws 1957» 1512. 
Laws 1957, 1536 provides as follows: | 


"The provisions of section 2 i 4t compul- 
sory for certain firemen to retire from active: 
service at the age of sixty-five shall be effective 
as of January 1, 1959. The remaining provisions of 
= act shall take effect a of July 1. 19576" 


Accordingly, ie the case of an seat rotirement both suadit ions Se 


 pust be met, namely, the fireman must have attained the age of 55 


and mist havo had at least 20 years of service as a permanent fireman. 
Of course, 4f he has not had 20 years of service upon reaching age oe 
55 he still msy retire voluntarily if he sides 20 years of service. 


‘at any time between ages 55 and 656 


i 


In regard to compulsory retirement 
acain both conditions mst be mot before a fircnan may be compulsorily 
retired. Tht is, he must not only attain age 65 but must have had 
20 years or more service as a permanent fireman in order that he may 
be forced to retire at such agree In other words, if he has served as 
a pormenent Llreman sonething less than 20 years at age 65 ho may cone 
tinus in service until ho has sorved for 20 years but must then rotire, 
Thorefore, the answor to your example is that the man who 4s employed 
at are 47 can serve until ace 67 dn order to meot the requirement of 
20 year's service, You will bear in mind, of course, the provisions 
of Laws 1957, 15:6 quoted above, which provide that the compulsory 
retiroxent age of 65 dees not become effective until next Janusry lst. 
Accordingly, until that date a pormanent fircman may continue to serve 


and cannot be involuntarily retired evon though he is over 65 years of 


age and has 20 years or more of service unless he has reached age 70. 
On January 1, 1959, such a porson who 4s 65 or more and has served 20 
years or more as a permanent fireman must retire, . 


I trust that this 22 answer your 
questions but if there 1s anything that is not clear please do not ~ 
hesitate to call on me again, aor : , | . oo 
| Very truly yours, 


! 
John J. Zinmerman 
Assistant Attorney General 
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